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INTRODUCTION
	7. What information is contained in the
	


	introduction section of the MIM?
	


	a.  A general description of the manual,
	1


	a list of electrical specifications,
	I


	and all applicable publications.
	1


	b.  A list of equipment supplied, handling
	I


	and installation information and
	I


	operating instructions.
	


	c.  A general description of the manual,
	


	a list of technical directives, and all
	


	applicable publications.
	


	d.  A general description of the manual,
	


	a list of technical directives, and a
	


	troubleshooting chart.
	

c.
	8.  In a MIM, a list of descriptive paragraphs
	


	is found in the         of           ,
	1


	a listing of the figure numbers within the
	


	MIM is found in the            of
	1


	, and a listing of tables is
	1


	found in the           of
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